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KINGSCLERE  AND  WHITCHURCH  RURAL 
DISTRICT  COUNCIL. 

ANNUAL  REPORT  OF  THE  MEDICAL  OFFICER 
OF  HEALTH  FOR  1949. 


GENERAL  STATISTICS. 

1949. 

1939- 

Area  in  Acres 

77,394 

77,394 

Population  Estimated 

17,540 

14,190 

Number  of  Inhabited  Houses 

5494 

4,570 

Rateable  Value 

£99,755 

£88,245 

Product  of  a  Penny  Rate 

£4°° 

£354 

VITAL  STATISTICS. 

1949. 

1939- 

Live  Births. 

Male  Female  Total  Male 

Female  Total 

Legitimate 

146  138 

95 

99 

Illegitimate 

10  6 

4 

3 

Still  Births. 

156  144 

300  99 

102  201 

Legitimate 

5  1 

2 

1 

Illegitimate 

1 

- 

- 

5  2 

7  2 

1  3 

Death  of  Infants  under  i  year. 
Legitimate 

2  2 

4  2 

4  6 

Total  Deaths 

88  92 

w 

0 

CO 

80  157 

Birth  Rate  per  1,000  Population  (Civilians) 

1949. 

T7-5 

I939- 

10.6 

Rate  for  England  and  Wales 

16.7 

Still  Birth  Rate  .... 

•4 

1.9 

Rate  for  England  and  Wales 

•39 

Death  Rate  per  1,000  Population  .... 

10.5 

10.07 

Rate  for  England  and  Wales 

1 1-7 

Causes  of  Death. 

1949- 

Male  Female  Male 

1939- 

Female 

Tuberculosis — Respiratory 

3 

3 

— 

Tuberculosis — Other  Forms 

— 

— 

— 

Influenza 

— 

— 

4 

2 

Syphilis 

.... 

— 

— 

4 


Cancer  of  Trachea  .... 

T 

— 

Cancer  of  Breast 

— 

2 

9 

18 

Cancer,  Other  Sites 

8 

13 

Diabetes 

— 

1 

1 

Stroke 

7 

15 

1 

5 

Heart  Diseases 

34 

38 

32 

21 

Other  Diseases  of  Blood  Vessels.... 

3 

4 

3 

1 1 

Bronchitis 

3 

1 

1 

1 

Pneumonia  .... 

2 

3 

1 

6 

Other  Respiratory  Causes 

2 

— 

1 

— 

Ulcer  of  Stomach 

— 

— 

2 

1 

Appendicitis  .... 

1 

— 

1 

1 

Other  Digestive  Causes 

2 

3 

3 

3 

Nephritis 

3 

2 

4 

1 

Maternal  Causes 

— 

— 

— 

— 

Premature  Birth 

— 

1 

2 

3 

Birth  Injury 

1 

— 

Road  Accidents 

2 

— 

— 

— 

Other  Violence 

4 

— 

3 

2 

Other  Causes.... 

11 

7 

6 

4 

88 

92 

77 

80 

i8o  157 


ISOLATION  HOSPITALS. 

We  use  Salisbury  Isolation  Hospital,  which  now  serves  a  much 
larger  area  than  previously,  due  to  the  lesser  prevalence  of  Diphtheria 
and  Scarlet  Fever. 

Appended  is  the  Report  of  your  Chief  Sanitary  Inspector,  to¬ 
gether  with  a  tabulated  Statement  of  Inspections  made  under  Article 
19  (12)  of  the  Sanitary  Officers  Order,  1922. 

(Signed)— A.  A.  COCKAYNE, 

Medical  Officer  of  Health. 

Council  Offices, 

Swan  Street,  Kingsclere, 

Nr.  Newbury, 

Berks. 


KINGSCLERE  AND  WHITCHURCH  RURAL 
DISTRICT  COUNCIL. 


Council  Offices, 

Kingsclere, 

Nr.  Newbury. 

ANNUAL  REPORT  OF  THE  CHIEF  SANITARY  INSPECTOR 

FOR  THE  YEAR  1949. 

Mr.  Chairman,  Ladies  and  Gentlemen, 

I  have  the  honour  to  present  to  you  my  Annual  Report  of  the 
Sanitary  and  other  work  carried  out  by  your  Sanitary  Inspector?, 
during  the  year  ending  31st  December,  1949. 

SUMMARY  OF  INSPECTIONS. 

Visits  made  in  connection  with  Infectious  Disease  ....  ....  22 

Disinfections  carried  out  ....  ....  ....  ....  ....  22 

Inspections  of  Butchers’  Shops  and  other  Food  Premises  ....  67 

Inspections  of  Cowsheds  and  Dairies  ....  ....  ....  76 

Visits  in  connection  with  Water  Supplies  ....  ....  ....  126 

Inspections  of  Bakehouses  ....  ....  ....  ....  9 

Inspections  of  Wet  and  Fried  Fish  Shops  ....  ....  ....  37 

Inspections  of  Catering  Establishments  ....  ....  ....  27 

Inspections  of  Factories  ....  ....  ....  ....  ....  19 

Housing  Inspections  (Rural  Housing  Survey),  Hobhouse  Report  544 

Survey  of  Council  Houses  ....  ....  ....  ....  648 

Re-visits  to  Council  Houses  in  connection  with  Repairs  ....  678 

Inspections  in  connection  with  Building  Licences  ....  ....  53 

Inspections  of  New  Buildings,  including  Drainage  work  and 

testing  of  Drains  ....  ....  ....  ....  ....  488 

Visits  to  the  Council’s  Housing  Sites  and  Inspections  of  Works 

of  Construction  ....  ....  ....  ....  ....  3835 

Inspections  in  connection  with  the  Petroleum  Acts....  ....  9 

Inspections — Food  and  Drugs  Act,  1938 — Ice  Cream  Regulations  49 
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Complaints  Investigated....  ....  ....  ....  ....  102 

Houses  Inspected  under  the  Public  Health  Act,  1936  ....  189 

Interviews  with  Owners  ....  ....  ....  ....  ....  54 

Re-visits  to  Property  under  Notice  ....  ....  ....  130 

Inspections  under  the  Housing  Act,  1936  ....  ....  ....  1 1 3 

Inspections  under  the  Rats  and  Mice  Acts  ....  ....  ....  1121 

Re-inspections  under  the  Rats  and  Mice  Acts  ....  ....  2370 

Inspections  of  Requisitioned  Properties  ....  ....  ....  219 

Disinfestations  carried  out  ....  ....  ....  ....  6 

Inspections  of  Cottage  Pigs  slaughtered  ....  ....  ....  24 

Inspections  under  the  Rent  Restrictions  Acts  ....  ....  1 

Inspections  of  Preserved  Food  Premises  ....  ....  ....  31 

Inspections  of  Workshops  ....  ....  ....  ....  2 

Inspections  of  Properties  being  converted  ....  ....  ....  123 

Miscellaneous  Inspections  ....  ....  ....  ....  248 

Total  Number  of  Inspections  and  Visits  made  11,442 


INFECTIOUS  DISEASES. 


Male 

Female 

Total 

Measles 

....  167 

142 

309 

Acute  Influenza  Pneumonia  .... 

— 

I 

1 

Acute  Primary  Pneumonia  .... 

12 

7 

19 

Whooping  Cough 

40 

34 

74 

Tuberculosis 

8 

2 

10 

Scarlet  Fever 

6 

7 

13 

Erysipelas  .... 

5 

2 

7 

Puerperal  Pyrexia  ....  .... 

.... 

1 

1 

Meningitis  .... 

1 

— 

1 

Poliomyolitis 

1 

1 

Pneumonia 

1 

1 

2 

Lobar  Pneumonia  .... 

2 

1 

3 

Typhoid 

— 

1 

1 

243 

199 

442 

Number  of  Notifications 

received 

442 

7 


NUMBER  OF  INFECTIOUS  DISEASES  REMOVED  TO 
ISOLATION  HOSPITALS 


Salisbury  Isolation  Hospital  :  Scarlet  Fever....  ....  ....  i 

Erysipelas  ....  ....  ....  i 

Abingdon  Isolation  Hospital  :  Whooping  Cough  ....  ....  i 

Scarlet  Fever....  ....  ....  6 

Total  Removed  to  Isolation  Hospital  ....  ....  ....  9 


HOUSING. 


Rural  Housing  Survey. 

Number  of  Housing  Inspections  (Rural  Housing  Survey — 

Hobhouse  Report)  made  ....  ....  ....  ....  544 

Total  number  of  Inspections  made  to  31st  December,  1949  ....  3005 

Routine  Housing  Inspections  carried  out  under  the  Housing  and 


Public  Health  Acts  of  1936. 

Number  of  Routine  Inspections  (Housing  Act,  1936)....  ....  1 1 3 

Number  of  Houses  inspected  under  Public  Plealth  Act,  1936....  189 

Number  of  Informal  Notices  Served  ....  ....  ....  58 

Number  of  Visits  after  Service  of  Notice  ....  ....  ....  130 

Total  number  of  Housing  Inspections  for  all  purposes  (including 

Houses  inspected — Hobhouse  Survey)....  ....  ....  976 

Housing  Inspections — Public  Health  Act,  1936. 


As  a  result  of  inspections  under  the  above  Act,  the  following 


defects  have  been  brought  to 

the  attention  of  owners,  and  have  been 

remedied  : 

Defective  Roofs 

21 

Defective  Cooking  Appliances 

Dangerous  Chimneys 

6 

and  Fireplaces 

5 

Defective  Floors 

8 

Defective  Coppers 

2 

Defective  Doors 

5 

Defective  Ceilings 

12 

Defective  Windows 

1 1 

Defective  Wall  Plaster 

10 

Defective  Staircases 

4 

Dampness  to  Walls 

15 

Defective  Lavatories 

12 

8 


Total  Number  of  Council  Houses  and  Requisitioned  Properties  in  each 
Parish  at  31st  December,  1949. 


Parish. 

Council 

Houses. 

Requisitioned 

Property. 

Ashmansworth  .... 

6 

— 

Baughurst 

12 

3 

Burghclere 

34 

1 

East  Woodhay  .... 

1 7 

7 

Ecchinswell  and  Sydmonton 

12 

109 

Highclere 

18 

2 

Hurstbourne  Priors 

— 

— 

Kingsclcrc(*) 

13 1 

5 

Laverstoke 

— 

— 

Litchfield  and  Woodcott.... 

— 

— 

Newtown 

— 

— 

Overton 

154 

- — 

St.  Mary  Bourne 

49 

2 

Tadley 

20 

59 

Whitchurch 

1 13 

— 

Total 

566 

188 

(*)  Includes  the  conversion  of  the  Old  Post  Office,  Swan 
Street,  Kingsclere  into  3  units  of  accommodation. 


The  following  houses  were  erected  in  1949  for  the  Council  : 

Permanent  Houses. 


Baughurst  ....  ....  6  Ecchinswell  ....  ....  6 

Kingsclere  ....  ....  29  Overton  ....  ....  28 

St.  Mary  Bourne  ....  2  Whitchurch  ....  ....  4 

Temporary  Houses. 

Bishops  Green  ....  ....  6  Tadley  ....  ....  14 

Total  Family  Units  provided  by  the  Council  ....  ....  ....  95 


OLD  POST  OFFICE,  KINGSCLERE. 

During  the  year  the  above  property  was  acquired  for  the  Council 
and  has  now  been  converted  into  three  dwellings. 

BROADHALFPENNY,  TADLEY. 

The  above  site  was  taken  over  by  the  Council  during  the 
year,  and  plans  for  the  conversion  of  these  hutments  into  37  dwellings 
were  submitted  to  the  Ministry  of  Health  and  approved  by  them. 
A  tender  was  accepted  and  work  commenced,  14  of  the  conversions  being 
completed  by  the  31st  December,  1949. 
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PRIVATE  BUILDING. 


Number  of  New  Houses  provided  by  Private  Enterprise  ....  11 

Number  of  Conversions  provided  by  Private  Enterprise  ....  2 

Total  Family  Units  provided  by  Private  Enterprise  ....  ....  13 

Total  Family  Units  provided  in  District  in  1949  ....  ....  108 


During  the  year,  1326  visits  were  made  to  Council  Houses  in  con¬ 
nection  with  maintenance  and  repairs. 

219  inspections  were  made  to  requisitioned  properties  and  con¬ 
verted  camps. 

Building  Licensing. 

53  inspections  were  made  in  connection  with  Building  Licensing 
and  72  Building  Licences  were  issued,  with  a  total  value  of  £35 ,49 r  5s. 

Moveable  Dwellings  (Public  Health  Act,  1936). 

Three  applications  were  received  for  permission  to  set  up  and 
use  a  moveable  dwelling.  After  inspection  of  the  sites,  permission 
was  granted  in  each  case. 

Plans  Submitted  for  Approval. 

Number  of  Plans  submitted  ....  ....  ....  166 

Number  of  Plans  approved  (Building  Byelaw)  ....  155 

The  eleven  remaining  plans  were  not  subject  to  approval 
under  the  Council’s  Building  Byelaws,  but  were  forwarded  to  the  County 
Planning  Authority  for  approval  under  the  Town  and  Country  Planning 
Act,  1947. 

FOOD  SUPPLIES. 

Milk. 


There  are  252  Cowkeepers,  Producers  and  Wholesale  Traders 
on  the  Register,  situated  as  follows 


Ashmansworth  .... 

6 

Kingsclere 

67 

Baughurst 

22 

Litchfield  and  Woodcott  .... 

3 

Burghclere 

16 

Newtown 

6 

East  Woodhay  .... 

U 

Overton 

27 

Ecchinswell  and  Sydmonton 

1 1 

St.  Mary  Bourne.... 

28 

Highclere 

9 

Tadley  .... 

15 

Hurstbourne  Priors 

7 

Whitchurch 

18 

This  includes  15  new  registrations  made  during  the  year. 


Milk  ( Special  Designations)  Regulations ,  1936-41. 

I  licences  granted  by  the  County  Council  as  from  1  st  January ,  1949. 

“  ACCREDITED  ”  LICENCES  ....  ....  ....  ....  2 

“  TUBERCULIN  TESTED  ”  LICENCES  ....  ....  ....  5 


10 


Licences  granted  by  the  Council  as  from  1st  January ,  I949. 


Dealers’  Supplementary  Licence  (Bottling)  ....  ....  ....  9 

Approximate  Number  of  Cows  in  District  ....  ....  ....  3,600 

Number  of  Dairies  in  District  ....  ....  ....  ....  30 

Number  of  Cowsheds  and  Dairies  Inspected....  ....  ....  76 

Number  of  Milk  Samples  taken  ....  ....  ....  ....  16 


Eleven  samples  of  milk  showed  B.  Coli  infection  and  the  respec¬ 
tive  cowkeepers/dairymen  were  advised  to  take  the  necessary  precau¬ 
tions  to  remedy  the  contamination. 

The  condition  of  cowsheds  and  methods  of  milk  production 
in  the  district  during  the  year  have  been  generally  satisfactory. 

Ice  Cream  (Heat  Treatment)  Regulations,  1948. 

Forty-four  premises  in  the  district  are  now  registered  for  the 
sale  and/or  manufacture  of  Ice  Cream,  and  are  situated  as  shown  here¬ 


under.  This  includes  26  new  registrations. 

East  Woodhay  ....  ....  6  Overton  ....  ....  8 

Ecchinswell  and  Sydmonton  2  St.  Mary  Bourne....  ....  3 

Highclere  ....  ....  1  Tadley  ....  ....  3 

Kingsclere  ....  ....  9  Whitchurch  ....  ....  11 

Newtown  ....  ....  1 


Four  samples  of  Ice  Cream  were  taken  for  examiantion,  and  in 
each  case  the  report  was  satisfactory. 


Meat  and  Food. 

Food  Premises  within  the  District. 


Parish. 

Butchers’ 

Shops. 

Bake 

Houses. 

Fried 

Fish 

Shops. 

Preserved 

Food 

Shops. 

Ashmansworth 

— 

— 

. — * 

_ 

Baughurst 

— 

1 

— 

— 

Burghclere 

— 

— 

— 

— 

East  Woodhay 

— 

1 

■ — • 

— 

Ecchinswell  &  Sydmonton 

— 

— 

— 

— 

Highclere 

| 

— 

— 

— 

Hurstbourne  Priors 

— 

— 

— 

Kingsclere 

2 

4 

— - 

2 

Litchfield  &  Woodcott 

- 

1  — ■ 

— 

— 

Newtown 

|  - 

( — ■ 

— . 

Overton 

4 

1 

2 

4 

St.  Mary  Bourne 

1 

2 

1 

1 

Tadley 

1 

i  1 

1 

1 

Whitchurch  .... 

5 

2 

n 

J 

8 

13 

12 

1 

1 

n 

1  7 

16 

Number  of  Inspections  to  Butchers  and  other  Food  Shops  ....  104 


Diseased  or  Unsound  Foodstuffs  Condemned. 


Meat  ....  ....  ....  ....  ....  ....  ioSilbs. 

Fish  ....  ....  ....  ....  ....  ....  1 54lbs. 

Preserves  ....  ....  ....  ....  ....  poolbs. 

Meat  (Tinned)  ....  ....  ....  ....  ....  2olbs. 

Milk  (Tinned)  ....  ....  ....  ....  ....  381bs. 

Eggs  ....  ....  ....  ....  ....  ....  i9lbs. 

Fruit  (Tinned)  ....  ....  ....  ....  ....  t /lbs. 

Vegetables  ....  ....  ....  ....  ....  2lbs. 

Cheese  ....  ....  ....  ....  ....  ....  I2lbs. 

Tinned  Food  (various)  ....  ....  ....  ....  i81bs. 

Total  weight  of  all  Foodstuffs  condemned  ...  i  ton  2 2 lbs. 


WATER  SUPPLIES. 


Private  Water  Supplies. 


Seventy-seven  samples  of  water  were  taken  from  Private  Water 
Supplies  and  submitted  for  Bacteriological  Examination,  with  the 
following  results  : — 


Parish. 

Satisfactory. 

Unsatisfactory. 

Ashmansworth 

i 

i 

Baughurst  .... 

6 

Q 

Burghclere 

2 

i 

East  Woorlhay 

8 

6 

Ecchinswell  &  Sydmonton  .... 

2 

—  • 

Highclere 

I 

l 

Hurstbourne  Priors 

4 

2 

Kingsclere 

4 

6 

Laverstoke.... 

2 

— 

Litchfield  &  Woodcott 

— 

— 

Newtown 

— 

— 

Overton 

2 

— 

St.  Mary  Bourne 

13 

3 

Tadley 

i 

i 

Whitchurch 

— 

i 

46 

3i 

12 


Well  and  Borehole  Supplies  to  Council  Houses. 


Houses. 

Satisfactory 

Unsatisfactory. 

5,  6,  Council  Houses,  Ashford  Hill 

1 

_ 

7,  8,  Council  Houses,  Ashford  Hill 

T 

— 

1,  2,  3,  Council  Houses,  Wolverton 

I 

— 

4,  5,  6,  Council  Houses,  Wolverton 

I 

— 

Council  Houses,  North  End  .... 

1 

15  (not  for 
drinking  purpose 

3,  Council  Houses,  Stoke 

I 

Stevens’  Green,  St.  Mary  Bourne 

2 

|  — 1 

Airey  Houses,  Ashford  Hill  .... 

2 

i  — 

Airey  Houses,  Wolverton 

I 

Total 

I  I 

15 

[ 

Public  Water  Supplies. 

The  Council  own  five  water  undertakings  and  provide  water  to 
the  Parishes  of  Ashmansworth,  Kingsclere,  Overton  and  Whitchurch, 
and  part  of  Ecchinswell.  Main  water  is  supplied  to  2,289  properties, 
the  remaining  properties  having  their  own  supply,  i.e.,  well,  borehole,  etc. 

Ashmansworth  Water  Supply. 

The  water  is  obtained  from  a  10-inch  borehole  320  feet  deep  and 
lined  to  a  depth  of  190  feet  below  ground  level.  The  water  is  pumped  at 
the  rate  of  1,000  gallons  per  hour  by  two  Sumo  Submersible  Pumps 
(coupled)  driven  by  electrical  power  to  an  elevated  cast  iron  section  plate 
reservoir  of  20,000  gallons  capacity. 

Result  of  Samples  Bacteriological  Examination. 

Date  of  Collection — 18/5/49. 


Per  100  ml. 

Probable  No.  of  Coliform  Bacilli,  MacConkey,  2  days  at  3 70  C.  NIL 
Probable  No.  of  Faecal  Coli.,  MacConkey,  2  days  at  370  C.  NIL 


Remarks:  Date  of  Report,  21/5/49. 

Very  satisfactory. 

(Signed)— R.  D.  MACKENZIE. 


Number  of  Premises  served 
Size  of  Mains 


63 

2  A  inch 


Kingsclere  Water  Supply  (Hannington  Pumping  Station). 

The  supply  is  obtained  from  a  300  feet  deep  1 2-inch  diameter 
lined  borehole.  The  pumps,  which  are  of  the  Climax  deep  well  rod  type, 
are  driven  by  a  5  h.p.  Lister  Oil  Engine,  lifting  approximately 
250  gallons  per  hour.  This  is  much  below  the  true  capacity  of  the 
pumps  owing  to  the  fact  that  the  pumping  gear  is  badly  worn.  The 
water  is  then  pumped  to  an  elevated  steel  tank  of  10,000  gallons 
capacity. 

Result  of  Samples  :  Bacteriological  Examination. 

Date  of  collection  :  3/6/49. 


Per  100  ml. 

Probable  No.  of  Coliform  Bacilli,  MacConkey,  2  days  at  370  C.  NIL 
Probable  No.  of  Faecal  Coli . ,  MacConkey,  2  days  at  370  C.  NIL 


Remarks  : 

Very  satisfactory. 


Date  of  Report  :  7/6/49. 
(Signed)— R.  D.  MACKENZIE. 


Size  of  Mains  ....  3  inch 

Kingsclere  Water  Supply  (Kingsclere  Pumping  Station). 

This  supply  is  obtained  from  a  70  feet  deep  14-inch  bore  lined  to 
48  feet  below  ground  level.  The  water  is  pumped  at  the  rate  of  3,000 
gallons  per  hour  by  means  of  a  Pulsometer  pump  driven  by  a  5  h.p. 
3 -phase  Electric  Motor. 

There  is  also  a  stand-by  Pulsometer  pump  driven  by  a  6  h.p. 
Crossley  Oil  Engine. 

The  water  is  pumped  direct  through  a  6-inch  rising  main  to  a 
50,000  gallon  covered  reservoir,  constructed  of  15-inch  reinforced 
concrete. 

Result  of  Samples  :  Bacteriological  Examination. 

Date  of  Collection  :  1 9/5/50. 


Per  100  ml. 

Probable  No.  of  Coliform  Bacilli,  MacConkey,  2  days  at  370  C.  NIL 
Probable  No.  of  Faecal  Coli,  MacConkey,  2  days  at  370  C.  NIL 


Remarks  : 

Very  satisfactory. 


Date  of  Report:  21/5/49. 
(Signed) — R.  D.  MACKENZIE. 


connected  to 


Number  of  Premises  served : 

(a)  Kingsclcrc,  509 

('This  figure  includes  properties 
Hannington  Supply). 

(b)  Ecchinswell,  190. 

Size  of  mains  :  4  inch  and  3  inch. 

Overton  Water  Supply. 

The  water  is  obtained  from  two  boreholes,  each  90  feet  deep, 
with  a  diameter  of  12  inches.  The  bores  are  lined  to  a  depth  of  60  feet 
below  ground  level. 

The  supply  is  pumped  directly  into  the  mains  by  means  of  two 
Pulsometer  pumps,  each  driven  by  a  12  h.p.  Cryptic  electrical  motor 
and  boosted  by  a  Brunston  Automatic  Booster. 

Each  pump  is  capable  of  raising  6,000  gallons  per  hour. 

Result  of  Samples  :  Bacteriological  Examination. 

Date  of  Collection  :  2/6/49. 


Per  100  ml. 

Probable  No.  of  Coliform  Bacilli,  MacConkey,  2  days  at  370  C.  NIL 
Probable  No.  of  Faecal  Coli.,  MacConkey,  2  days  at  370  C.  NIL 


Remarks  : 

Very  satisfactory. 

(Signed) — R. 


Date  of  Report  :  4/6/49. 
D.  MACKENZIE. 


Number  of  Premises  served  :  601  (this  includes  properties  in  Laver- 

stoke). 

Size  of  Mains  6  inch,  4  inch  and  3  inch. 

Whitchurch  Water-  Supply. 

This  supply  is  obtained  from  two  boreholes,  No.  I  Borehole 
is  a  10  inch  bore  350  feet  deep  and  lined  to  a  depth  of  120  feet  below 
ground  level. 

The  water  is  pumped  by  a  15  h.p.  Sumo  Submersible  Pump, 
driven  by  electricity  and  capable  of  raising  10,000  gallons  per  hour. 

No.  2  Borehole  is  240  feet  deep,  lined  to  a  depth  of  140  feet  and 
with  a  diameter  of  14  inches.  The  Sumo  pump  in  this  borehole  delivers 
15,000  gallons  per  hour. 

Result  of  Samples  :  Bacteriological  Examination. 

Date  of  Collection  :  12/5/49. 


Per  ioo  ml. 

Probable  No.  of  Coliform  Bacilli,  MacConkey,  2  clays  at  370  C.  NIL 
Probable  No.  of  Faecal  Coli.,  MacConkey,  2  clays  at  37°  C.  NIL 


Remarks  : 

Very  satisfactory. 

(Signed)— R.  D. 


Date  of  Report  :  14/5/49. 


MACKENZIE. 


Number  of  Premises  served  :  726 

Size  of  Mains  6  inch,  4  inch  and  3  inch. 

Public  Water  Supply— East  Woodhay. 

Water  is  supplied  to  the  above  Parish  by  the  Newbury  Corpora¬ 
tion. 

Public  Water  Supply — Burghclere. 

Water  to  the  above  parish  is  also  supplied  by  the  Newbury 
Corporation. 

Public  Water  Supply — Tadley. 

The  Public  Supply  at  Tadley  is  by  the  Mid-Wessex  Water  Com¬ 
pany,  and  copy  of  Bacteriological  Examination  Report  is  given 
herewith  :— 

Date  of  Collection  :  2/6/49. 


Per  100  ml. 

Probable  No.  of  Coliform  Bacilli,  MacConkey,  2  days  at  370  C.  NIL 
Probable  No.  of  Faecal  Coli.,  MacConkey,  2  days  at  370  C.  NIL 


Remarks  :  Date  of  Report  :  7/6/49. 

Very  satisfactory. 

(Signed)— R.  D.  MACKENZIE. 


Public  Water  Supply — Bishops  Green,  Eechinswell. 

The  above  hutments  in  the  Parish  of  Eechinswell  and  Sydmon- 
ton  are  provided  with  water  from  the  Newbury  Corporation  mains, 
and  109  properties  are  connected. 

NUISANCES. 

It  has  been  necessary  to  deal  with  102  complaints  of  nuisances. 
The  nuisances  dealt  with  included  offensive  accumulations,  blocked 
drains,  dirty  pigsties,  etc. 
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REFUSE  AND  SALVAGE. 


During  the  year  approximately  3,840  tons  of  refuse  were 
collected  and  deposited  at  the  Council’s  Tips. 

1 10  tons  4  cwt.  18  lbs.  of  salvaged  materials  were  collected  and 
sold,  the  amount  of  £402  13s.  9d.  being  collected  for  this  work. 

Employees  in  this  department  are  : — 

S.D.  Freighter  Drivers  ....  2  Salvage  Balers  ....  1 

Tipmen  ....  ....  3  Lorry  Drivers  ....  1 

Salvage  Loaders  ....  1  Refuse  Loaders  ....  4 

SEWAGE. 

Sewage  Works  are  situated  in  the  Parishes  of  Ecchinswell  and 
Sydmonton,  Kingsclere,  Laverstoke,  Overton  and  Whitchurch. 

In  the  Parishes  of  Laverstoke,  Overton  and  Whitchurch, 
the  sewage  is  raised  by  pumps  to  settling  tanks  and  filter  beds.  In 
the  Parishes  of  Ecchinswell  and  Sydmonton  (Bishops  Green)  and 
Kingsclere  the  sewage  reaches  the  disposal  works  by  gravitation,  and 
passes  through  settling  tanks  and  filter  beds  and  thence  by  land 
irrigation. 

Number  of  Premises  connected  to  Sewer  : 

Kingsclere  ....  ....  175  Ecchinswell  and  Sydmonton 

Laverstoke  ....  ....  75  (Bishops  Green)  ....  112 

Overton  ....  ....  392  Whitchurch  ....  ....  354 

In  the  remainder  of  the  District  sewage  is  dealt  with  by  : — 

(a)  Septic  Tank  or  Cesspool. 

(b)  Earth  Closet. 


Parish. 

Earth 

Closet. 

Septic  Tank 
or  Cesspool. 

Ashmansworth 

46 

31 

Baughurst  .... 

186 

63 

Burghclere 

199 

IOI 

East  Woodhay 

375 

138 

Ecchinswell  &  Sydmonton 

145 

23 

Highclere  .... 

93 

68 

Hurstbourne  Priors 

121 

10 

Kingsclere  .... 

482 

141 

Laverstoke.... 

52 

— 

Litchfield  &  Woodcott 

43 

15 

Newtown 

46 

27 

Overton 

224 

76 

St.  Mary  Bourne 

159 

198 

Tadley 

377 

95 

Whitchurch 

330 
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PETROLEUM  STORES. 


Licences  and  Permits  issued  in  1949. 


Renewals  of  Licences  to  store  Petroleum  Spirit  ....  ....  59 

Number  of  New  Applications  ....  ....  ....  ....  6 

Total  Amount  of  Petroleum  stored  under  Licence  in  the  District  . 

85,600  gals. 


Licences  to  store  Calcium  Carbide  ....  ....  ....  2 

Total  Amount  stored  ....  ....  ....  672lbs. 


GAME  LICENCES. 

Issued  for  the  year  ending  31st  December,  1949  ....  ....  13 

RODENT  CONTROL. 

Visits  in  search  of  rat  infestations  were  made  to  1468  properties, 
and  work  of  destruction  was  carried  out  on  566  properties. 

As  a  result  847  rats  were  collected,  and  an  estimated  kill  was 
between  four  and  five  thousand. 

The  following  amounts  of  bait  and  poison  were  used  : — 

Sausage  Rusks  ....  ....  ....  ....  15  cwts. 

Zinc  Phospide  ....  ....  ....  ....  I4lbs. 

Red  Squill  Powder  ....  ....  ....  ....  361bs. 

FACTORIES. 

The  following  factories  are  situated  in  the  Rural  District  : — 


Paper  Mills....  ....  ....  ....  ....  3 

Gas  Works....  ....  ....  ....  ....  2 

Jam  Factories  ....  ....  ....  ....  1 

Mineral  Water  Works  ....  ....  ....  I 

Soap  Works  ....  ....  ....  .  ..  1 

Garages  and  Motor  Engineering  Establishments  ....  1 8 

Silk  Mills  ....  ....  ....  ....  ....  1 

Joinery  Works  ....  ....  ....  ....  4 

Laundries  ....  ....  ....  ....  ••••  2 

Shoe  Repair  Shops  ....  ....  ....  .  ..  1 

Blacksmiths’  Works....  ....  ....  ....  3 

Agricultural  Engineers  ....  ....  ....  2 

Dry  Cleaners  ....  ....  ....  ....  1 


CONCLUSION. 


I  would  again  take  this  opportunity  of  expressing  my  appre¬ 
ciation  to  the  Council  for  the  consideration  and  support  given  to  me 
during  the  year,  also  to  the  Medical  Officer  of  Health,  Dr.  A.  A. 
Cockayne,  and  the  Clerk,  Mr.  F.  A.  H.  Keates,  and  his  Staff  for  their 
interest  and  valuable  advice  in  connection  with  my  varied  duties. 


Council  Offices 

I  am,  Ladies  and  Gentlemen, 

Your  obedient  servant, 

REGINALD  A.  OVER, 

Chief  Sanitary  Inspector  and  Surveyor. 

Kingsclere, 

Nr.  Newbury. 

July,  1950 
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